hu« id 'jo 34PM NCIS ER2G (05HQ) C804) 445-2982 


P.9 




servatory 
(202)-762-1424 


Report Date: 1 4May97 
Name: 

Command: Nava 
Phone (COMM) : 

Phone ( DSN)? 

E-Mail: JH^lake. usno. navy. mil 
Type: intrusion 
Suspect IP: 

Victim IP: 

Port/Servic 

Incident Date: 30Apr97 
NCIS Case #: 

Case Status: open 
By: 


/V OM< 4H0514. 09 







Notes: Unsuccessful attempt to grab password file by exploiting cgi-bi 
n/phf vulnerability. Suspect IP is from ppp63.Cityline.ru, fwhich has 
been iirplicated in numerous other incidents. 


